CANADA 


A N' - 725871/46: (72) 

I - Filter cigarette - with srn arrangement for diluting smoke’ with air 
DC - D1S 

PA: - CPLO /> PLOURDE J 
PN: - CA-913486-T46 


Source: https://www.industrydocuments.ucsf.edu^iocs/tlmmOOOO 
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FRANCE 


1PERIAL TOBACCO CO-, LTD- 

Improvements to cigarettes (perforated filter connecting 
band). Fr. Pat. Spec. No. 1,425,729, 1965. 

Tob. Bibliog. 13(6):No. 642, Mar. 25, 1966. TAlO; 2528 


AN - 50276R/28 (70) 

TI Heat sensitive laminated ventilation flans - in a cisiarette paper or pipe 
bowl to assist 
DC - All A97 

PA - (STE /) STEIGER'WALD KIT 

PN - BE~744413~R28 N1..7000S05-R29 FR2032311-S06 DE19622T 7-S24 CH- 505570-924 
SU—332600-T 4 9 


AN: 

TI 

- 650530/37 (74). 

- Ventilated: filter.tip. for cigarettes 

- f o r 

r s e d u c i rrih a: v m f u 1 f r o ds 

DC 

PA: 

di:i. I uH i on of sm ak& 

- Die pi s 

• (BARD-) BARDOIJ-JOB & PAUULHAC» (JO Bit 

) see: 

JOB: ANC E.TAB BARDOU 

PN 

•- FR2206663 • 037 Cl 1-585526 Y1G 




AN - C7367B/21 (79) 

TI - Cigarette filter designed to dilute inhaled smoke — has weakening, l-int 
• split open by. pressure of smoker's thumb and' index finder 
DC - PI5 

PA (FLAX/) FLAX 0 

PN • UIP790C.269 . B21 FR2408315- E34 EP-.7375 C06 


Source: https://www.industrydocuments.ucsf.edU/W cs/tlmmOOOO 


Z6SSttSZoz 



GREAT BRITAIN 


( vis, A. c. 

Cigarettes [with perforated covering]. Brit. Pat. 

Spec. No. 1,039,554, 1966 to Imperial Tobacco Co. Ltd. 
Tob.'Bibliog. 16(5):No. 584, Sept. 10, 1967. ta lit 24 75 


AN - 50040R/28 (70) 

TI -■ Cigarette mouthpiece ventilator 

nr — &ii pi 

PA - (PHIM ) PHILIP MORRIS INC 

PN - GB1198772-R28 CA--847633-R31 DEI657261-T06 NL-15274:8 ~Y20 


SOC- JOB ANCIENS ETAB- BARDOU JOB ET PAUILHAC- 
Cigarette paper rventilated]. Brit. Pat. Spec. No. 

1,232,456, 1967. 

Tob. Bibliog. 15(9):No. 905, May 10* 1967. TAH: 2112 


At'"' - 11826U/0.9 (73) 

T.I - Air ddluter element for cigarettes 
entry: 

DC - BIS PIS 

PA (GIGA ) CIGARETTE COMPONENTS: IL.TD 
PN - GDI308661-009 DS210785.0-X26. 


grooved fibre rod allows radial 


W • 04267X/03 (76) 

TI - Ventilated cigarette filter tip . with ventilation index of paper wra, 

controlled bw impervious coating of selected area 
DC - BIS P'l 5 

"'A (BRTA ) BRIT AMER TOBACCO LTD 
C *N - 8B1420908-X03 


AN 

TI 


PA 

PN 


BO2SOX/05 (76) 

MouthPie.ce for cigars etc* - with ventilation 

smoke and' reduce carbon! monoxide content 
PIS 

(BRTA ) BRIT AMER TOBACCO LTD 


groove to mi; 


N L 75 080 6 0 - X 0 S 
C A102926 5 ~ A i.t 7 


DE252931S• •• X06. BR7S04389-X30 CH i -588827 , -Y29 


r with the 


i!3 


Source: https://www.industrydocuments.ucsf.eduf|ocs/tlmmOOOO 


VGSSttSZOZ 





AN - 29159Y/17 (77) 

71 -■ Gl.st.3ret.te filter cants. activated carbon — with ventilating; holes: in 

paper band 
0 r - Dlffl PI5 

! - (BRTA ) BRIT AMER TOBACCO LTD? (SOUZ-) CIA SOUZA CRUZ INK 

PN' - BE-849482-Y17 Nll.761343:2>~Y27 DE265469S-Y27 DK760S686-Y3A FI7603453.Y3S 

ZA7(f)06954 -Y46 BR7608510-AO3 CH-6G4S77.A41 GB1533568-A48 CA1045496: - B04 


AN -• B4130B/07 (79) 

TI •- Ventilated: filter cigarettes' • made by Joining filter with perforated: 

wrapper ter tobacco rod. using perforated uniting band 
DC - PIS 

PA (MOLMi ) MOL 11NS LTD 

PN •- GB2Q01841-B07 DE28.3298S-B09 SE7S0G377--B1'2 FR2399220-B1-9 BR780S028- B28 
CA1092931-DO.7 


AN - H81.37B/37 (79) 

TI . Ventilated cigarette filters using perforated cork web. - having; 

transverse stripes of adhesive between longitudinally extending: main area 
of adhesive 
DC - PIS. 

PA - (MOLM ) MOLING MACHINE CD 
PN - GB201S318-B37 


AN. 214780/13: (81) 

TI Filter for removing nitric ox idler esp, f rojrn tobacco smoke. comprises 

activated carbon cents, absorbed C-ndtroso cpd, esp, aromatic end. 

DC - line: 04 J.0'1 Pis: 

PA - (BRTA: ) BRIT AMER TOBACCO LTD' 

PN •••• BE - 88 6 144-D13 NL8006172-025 BR8O07475-D2S DE.'3041383- D2S GB2065091-DC<B 
N0800338902 7 SE8O07879-D28 FR24A9134-B29 FI8O03409-D30 J5608.4 6 31 D3S 
DKS004S15-D38 ZA8006A93-D43 


AN -• 482290/27 (81) 

TI Compacting tow to form cigarette; filter - in tube where tow filaments are 
fo1d e d t r a ns v erseIy ac ros s filter rod 

DC . A80 M3 F04 A32 PIS 

PA . (FILT-) FILTRQNA LTD 

PN GB2065444-D27 


AN - 642.720/28 (81) 

T: Ventilated cigarette mfSI, appts. - adjusts: position of resultant 

perforations relative to; mouth end of cigarette to select reoui..red: 
venti1 at1cm degree 
DC - X2S PIS P5S P62 
PA - (MOLM ) MOLINS LTD 
PN - GB2066130 D28 BE3044.931-D3? 


Source: https://www.industrydocuments.ucsf.edLi||locs/tlmmOOOO 


2025445594 









JAPAN 


AN - 2457811/14 (81) 

TI -• Tobacco filter has holefs) for the introduction! of air - into the: smoke 
upstream of a catalyst for the oxidn* and removal of car born mon Joxide 
DC - A97 DIG PI5 

PA - (MATU ) MATSUSI-II'TA ELEC IND KK 
PN - J56015683 - D14: 


Source: https://www.industrydocuments.ucsf.eduJlocs/tlmmOOOO 
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SOUTH AFRICA 


AN - 01277W/24 (75) 

TI - Vemti 1 sted filter-tipped: cigarette — has uniform porosity strip end' 
envelope enclosing filter 
DC - PI5 

PA . (BRTA: ) BRIT AMER TOBACCO LTD 

PN - BE-822703 . W24 ZA7407647- X06 BE24.56414i-X25 SE7415081-X29 FI74034!83 : X35 

CH-587617-Y27 


AN . G9828C/13 (80) 

TI - Cigarette filter with peripheral vent chamber 
majority of smoke with ventilating sir 
DC ••• PI 5 

PA ■ CVTIL../) TILBURG J 
PN - ZA7801450-C13 


alluwi mg mi >: ins of 


Source: https://wwwjndustrydocuments.ucsf.eduixtocs/tlmmOOOO 
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SOVIET UNION 


AN - G2908B/29 (79) 

TI " Cisfarette 1 with ventilation channels - between wrapping and strip with 
removable' blocks at different distances from end 
DC - PI5 

F’A •- CPHIM ) PHILIP MORRIS INC 
PN SU-626679 ~B29 


Source: https://www.industrydocuments.ucsf.edi^ocs/tlmmOOOO 
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UNITED STATES 


COHN, S. L-; COHN, C. C- 

[Ventilated] Cigarette. U- S. Pat. Spec. No. 3,220,418, 
1965. 

Tdb. Bibliog. 13(3):No. 298, Feb. 10, 1966. TA 16- 2509 


MILLER, A. P. 

Cigarette (with ventilated tip). U- S. Pat. Spec. No. 
3,240,213, 1966. 

Tob. Bibliog. 13(9):No. 964, May 10, 1966. T A» C ' 2908 


KISSEL, M. S. 

Aeratable cigarette. U. S- Pat. Spec. No. 3,283,762, 
1966. TA »»s 410 


GRASSI, E- 

Cigarette with air dilution means. 
3,394,708, 1968. 


U. S- Pat. Spec. No. 
TA 12 . : 2255 


DAVIS, A. C. 

Cigarettes. U. S. Pat. Spec. No. 3,410,274 to Imperial 

Tobacco Company (of Great Britain and Ireland) Limited. 

Offic. Gaz. U. S. Pat. Office 856(2):455, Nov. 12, 1968. 
A cigarette having highly permeable areas formed in an other¬ 
wise impermeable band covering the joint between the tobacco 
portion and the stub portion of the cigarette so that as smoke 
is drawn through the stub air enters the joint through the highly 
permeable portions. The extent to which the permeable areas 
cover the joint and the degree of permeability of the areas de¬ 
termines the amount of air drawn in through the joint. 
(Abstract) t4»3v $66 


TUCKER, I. W. 

Cigarette filter. U. S. Pat. Spec. No. 3,410,275. Offic. 

- Gaz. U. S. Pat. Office 856(2):455, Nov. 12, 1968. 

A cigarette filter having an exposed wrapper portion formed of 
toberently porous sheet material to permit air to be drawn into 
k* filter material through said inherently porous material upon 
•“halation of the associated cigarette. (Abstract) TA 15"' 623 


Source: https://www.industrvdocuments.ucsf.edu/cl lics/tlmm000 0 
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WALL, B. T. 

Apparatus for and method of removing condensible com¬ 
pounds from tobacco smoke. U. S. Pat. Spec. No. 
3,441,028. Off. Gaz. U. S. Pat. Off. 861(5):1452, 

Apr. 29, 1969. Ulus. 

A cooking utensil such as a cigarette, a cigarette holder or a 
ftp* ctem having a smoke passage is provided with an insert 
k Che passage having a smoke channel of smaller cross- 
Ociia than the smoke passage and temperature responsive 
■was, 6uch as a bimetalUc spring, for introducing air into 
•e smoke as it passes through the smoke channel. A filter or 
■her means for holding compounds which are condensed as a 
**cult of the cooling effect of the air is positioned in the smoke 
fsssage downstream from the insert to hold the tars and the 
fce and thus remove them from the smoke leaving the utensU. 
(Abstract) TA i"b; 1721 


DAVIS, A. C. 

Filter cigarette having a permeable band wrap. U. S. Pat. 

Spec. No. 3,482,579 to Imperial Tobacco Company (of 

Great Britain and Ireland) Limited. Off. Gaz. U. S. Rat. 

Off. 869(1):455, Dec. 2, 1969. illus. 

A cigarette having highly permeable thinned areas formed in the 
surface of an otherwise substantially impermeable band which 
band covers the joint between the tobacco portion and the stub 
portion. The thinned areas overlie the said joint so that as 
smoke is drawn through the stub, air enters the joint through 
the highly permeable portions. (Abstract) “DA |*f-; 1879 


OSMALOV, J. S.; PASQUINE, A. R.; SELIGMAN, R. B.; 

BRITTON, A. C. 

Cigarette ventilatiom U. S. Pat. Spec. No. 3,490,461 
to Philip Morris Incorporated. Off. Gaz. U. S. Pat. 

Off. 870(3):830, Jan. 20, 1970. illus. 

A cigarette in which the smoke drawn from the tobacco sec¬ 
tion is delivered to the smoker's mouth through a central pas¬ 
sage in a mouthpiece arranged in alignment with the tobacco 
section and in fluid communication therewith, the mouth¬ 
piece being provided with one or more ventilation passages 
through which ventilating streams of air are drawn during 
smoking, the ventilation passages being segregated from the 
central passage in a manner which prevents commingling 
of the smoke stream and ventilating streams prior to the 
delivery of each to the smoker's mouth. (Abstract)"tA >*( • 81 o 


TAMOL, R. A. 

Smoking product and method of making the same. U. S. 

Pat. Spec. No. 3, 511,247 to Philip Morris Incorporated. 

Off. Gaz. U. S. Pat. Off. 874(2):466, May 12, 1970. 

illus. 

This disclosure relates to a smoking product and method 
of making the same. More particularly the disclosure re¬ 
lates to a cigarette or similar smoking article which con¬ 
tains covered ventilation holes adapted to open during the 
smoking of the product to provide smoke diluted by air during 
the smoking of the product and which provides means for 
visibly indicating to the smoker the opening of the ventilation 
holes. (From abstract) TA 14 > i«39 


Source: httpsvwww.industrydocuments.ucsf.edu/docs/tlmm0000 
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PELLETIER, L. G. 

Adjustable aerated cigarette. U. S. Pat. Spec. No. 

3,512,537 to U. S. Remedy Corporation. Off. Gaz. U. S. 

Pat. Off. 874(3):789, May 19, 1970. illus- 
An adjustable, aerated cigarette structure in which the cigarette 
wrapper is provided with a tobacco-free extension surrounding 
a sleeve, the extension having a circumferential region of pores 
which register with a ring of slots formed in the sleeve adjacent 
the end of the tobacco column. A tube is telescopically received 
in the sleeve, the tube having an opening therein which is so 
shaped that when the tube is pushed inwardly, it more or less 
registers with the slots to provide a lateral air passage of vary¬ 
ing dimensions. (Abstract) 'TAlH' 1888 


WILSON, G. M. 

Delayed ventilation cigarette. U. S. Pat. Spec. No. 

3, 606, 892 to Philip Morris Incorporated. Off. Gaz. U. S. 

Pat. Off. 890(4) :1057, Sept. 21, 1971. illus. 

A delayed dilution or ventilation type cigarette in which the 
cigarette has an inner sleeve of a suitable material enclosing 
the tobacco filler along a length thereof from the butt end a 
distance in the direction of the other end. The inner sleeve 
in turn is enclosed by the conventional or outer paper wrapper 
of the tobacco cylinder, such sleeve including projections 
or openings in the surface thereof which cooperate with the •* 
inside surface of the outer wrapper to form a series of ciga¬ 
rette ventilation passages within the cigarette structure, 
the ventilation passages being placed in communication with ; 
atmosphere only after about half the length of the tobacco 
cylinder length has been smoked. (Abstract) ~TAto- 6S0 


BEARD, H. S. 

Cigarette filter. U. S. Pat. Spec. No. 3, 631, 864 to 

R. J. Reynolds Tobacco Company. Off. Gaz. U. S. Pat. 

Off. 894(1):154, Jan. 4, 1972. illus. 

A cigarette filter is provided which comprises a pair of com- 
plemental sections formed of smoke-impervious material 
and arranged in registered relation and affixed to one end of 
a tobacco rod. Each complemental section is provided with 
an elongated indentation closed at one end. Sandwiched between 
the indentations of the complemental sections and cooperating 
therewith to form a pair of elongated smoke passageways is 
a thin perforated membrane. A predetermined number of 
the membrane perforations effect communication between the 
passageways whereby smoke flowing from one passageway to 
the other attains a high velocity while passing through a mem¬ 
brane perforation and the high-velocity smoke impinges against 
a surface of the passageway and causes solid and liquid parti¬ 
cles entrained in the emitted smoke to be deposited on said 
surface. (Abstract) "TAlCe: 0 52 


Source: https://www.industrydocuments.ucsf.edu/jbcs/tlmrnOOOO 
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BEARD, H. S. 

Smoke filter. U. S. Pat. Spec. No. 3, 631, 867 to R. J. 

Reynolds Tobacco Company. Off. Gaz. U. S. Pat. Off. 

894(1) :155, Jan. 4, 1972. illus. 

A smoke filter is provided wherein the filter includes a lamina¬ 
ted module provided with a pair of elongated smoke passage¬ 
ways separated from one another by a perforated lamina. The 
module is encapsulated by an elongated smoke impervious 
member whereby the upstream end of one module passageway 
and the downstream end of the other passageway are exposed. 
The elongated member is initially a solid extruded rod which 
is subsequently provided with an elongated longitundinally ex¬ 
tending slot formed in one side thereof into which the laminated 
module is inserted. Subsequent to the insertion of the module 
into the member slot, the open side of the slot is closed there¬ 
by encapsulating the module therein. (Abstract) TAko- 853 


PASQUINE, A. R.; SNOW, H. J.; WAGNER, E. E. 

Cigarette perforating apparatus. U. S. Pat. Spec. 

No. 3,701, 353. U. S. Pat. Off. Off. Ga z. 903(5): 

1564, Oct. 31, 1972. Ulus. 

A mechanism for perforating cigarettes in conjunction with 
the operation of assembling filter sections to the cigarettes 
including the application of a tipping wrap connecting the 
filter section to the tobacco rod section the mechanism em¬ 
bodying a stationary shoe peripherally adjacent a cigarette 
carrier drum whereby the tipping paper is wrapped around 
the sections by rolling the rod sections between the drum 
and shoe, the shoe having in its surface needle points which 
< penetrate the rod assembly as it is rolled, the needle points 

v being provided by a thin strip of sheet metal appropriately 

ground at an edge facing the rod sections to provide an arc¬ 
shaped row of needles adapted to result in a peripheral row 
of venting apertures in the assembled cigarette. TA17; 237 


AN •• 8T058T/51 (72)' 

II ••• Degraded resin coatimd - for ventilated cigarette wrapper allowvr.d 
dilution of drawn smoke 
DC - A97 MS A18 A25 PI5 
PA - <PHIM )' PHILIP MORRIS INC 
PN - U6.370SS88.-~T5! BE -785S27-U0A SU-458989-X18 


DAVIS, A. C. 

Filter cigarette having apertured band. U. S. Pat. 

Spec. No. 3,707,975 to Imperial Tobacco Group, 

Ltd. U. S. Pat. Off. Off. Gaz. 906(1) U58, Jan. 2, 

1973. illus. 

A cigarette is disclosed having a wrapped tobacco portion 
and a two section stub secured to it by a band of impermeable 
material. Beneath the impermeable band, a band of highly 
{. permeable material is disposed. The impermeable band is 

provided with at least one opening adjustable located over the 
butt joint between the two sections of the stub whereby the 
amount of air passing into the butt may be controlled." n \'l : 224 


Source: https://www.industrydocuments.ucsf.edu/docs/tlfFHTi0OOO^ 
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STEPHENS, W. K., Jr. 

Cigarette with coated wrapper ventilation flaps. U. S. Pat. 

%>ec. No. 8, 739, 785 to Philip Morris Incorporated. U. S. 

Pat. Off. Off. Gaz. 911(3):871, June 19, 1973. illus. 

A ventilated cigarette employing one or more flaps defined by 
slit patterns in the wrapper thereof and which flaps are adapted 
to move away from the wrapper encircling course when the 
cigarette is puffed to admit ventilating or diluting air streams 
to the tobacco cylinder which is made with the slit pattern fa¬ 
shioned to extend generally transverse of the article longitudi¬ 
nal axis to provide flap movement about a hinge line disposed 
generally parallel to said longitudinal axis. The slit pattern 
can be made the form of an X, a V or other suitable configura¬ 
tion. The article further has a coating of an air-impervious nor¬ 
mally rigid material on either the inner or outer surface of the 
wrapper in covering and encircling expanse about each slit pat¬ 
tern and associated flap to normally constrain or hold the flap 
in the encircling wrapper course. When the cigarette has been 
smoked to an extent that ventilation is advantageous or desir¬ 
able, the material responsive to the presence of heat from 
warm smoke and the burning coal or to the ingredients of tobac¬ 
co smoke becomes softened and constraint on the flap is re¬ 
leased to permit the circular tension in the wrapper to cause 
the flap to move away from the wrapper encircling course and 
admit ventilation air. TAri’ 17(57 


CREAMER, A. B. 

Cigarette perforating device. U.S. Pat. Soec. No. 3,742, 
963. U. S. Pat. Off. Off. Gaz. 912(1):LL9, July 3, 1973. 

A device for perforating the paper tube or wrapping of a ciga-- 
rette wherein the device has a perforating member for forming 
a hole in the paper tube, the member being provided with at 
least one recessed portion which cooperates with the hole to 
present a substantially unobstracted airflow passage into the 
cigarette for permitting air to mix with smoke flowing there¬ 
through when the device is used to hold the cigarette after per¬ 
forating the same. 

1753 


STEWART, L. L., Jr.; HARTUNG, H% A. 

Cigarette ventilation achieved with coated wrap¬ 
per. U. S. Pat. Spec. No. 3,805,799, to Philip 
Morris Incorporated. U. S. Pat. Off. Off. Gaz. 
921(4):1442-1443, Apr. 23, 1974. illus. 

A cigarette or smoking article is provided with venti¬ 
lation or smoke dilution character by employing a 
wrapper which normally Is sufficiently air-pervious to 
admit significant dilution air stream flow therethro¬ 
ugh when the cigarette is puffed. The wrapper is coat¬ 
ed on either of its inner or outer surface with an 
air-impervious material which is degradable in the 
presence of tobacco smoke, and a coating of a second 
air-impervious material which is non-degradable in the 
presence of smoke is embodied in the cigarette and ex¬ 
tends a predetermined distance from the cigarette 
smoking end toward the mouth end to prohibit entry 
of air stream flow through the wrapper until the cig¬ 
arette has been smoked said predetermined distance 
following which the degradable coating on the remain¬ 
ing length degrades to admit such air stream flow. 

T A\8>: 1717 


Source: https://www.industrydocuments.ucsf.edui|iocs/tlmmOOOO 
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SUMMERS, T. W. 

Ventilated filter tip cigarette. U. S. Pat. Spec. 

No. 3,805,800, to Brown & Williamson Tobacco Cor¬ 
poration. U. S. Pat. Off. Off. Gaz. 921(4):1443, 

Apr. 23. 1974. illus. 

An improved ventilated filter cigarette utilizes uni¬ 
formly porous plug wrap and tipping envelope to pro¬ 
vide at least one uniformly porous ventilated region 
having a predetermined area about the filter. The area 
and porosity of the region or regions are correlated 
so as to provide a relationship which, when the limits 
thereof are observed, provides cigarettes with a more 
constant, reduced delivery of total particulate matter 
and gas phase constituents than heretofore obtained by 
ventilated filter tip cigarettes. 

* TA15:1718 

AN - 56101U/38 (73) 

II — Ventilated filter tip cigarette — with filter in uniform porosity; wrapper 

DC D18 PIS 

PA •••■ <BRTA > BRITISH AMERICAN TOBACCO) 

PN - ZA7207138 LJ38: GB1349217 -014 US3805800 018 CA ■962908 W10 CM -5.69432 : -X02 

I) S22 5190 3 - Y 2 6 N11 - 1 6 0 480-B 2 6 


SUMMERS, T. W. 

Ventilated'filter tip cigarette. U. S. Pat. Spec. No. 3,924,643 to Brown 
& Williamson Tobacco Corporation. U. S. Pat. Off. Off. Gaz. 941(2)- 
636, Dec. 9, 1975. illus. 

A ventilated filter tip cigarette comprising: a tobacco column; a filter 
enclosed by a porous, air permeable wrapper, characterized by substantial¬ 
ly. uniform porosity; a porous envelope characterized by substantially 
uniform porosity enclosing at least a portion of said enclosed filter, said 
envelope and wrapper being adhered together along at least one preselected 
region, but not over the entire area of their contiguous surfaces, the 
remainder of said contiguous surfaces being adhesive free, at least a 
portion of the remainder being air permeable to permit ambient air flow 
therethrough. 

TAao-. 734 


AN • - F0957X/22: (76) 

Tl -■ Smoke diliuter to facilitate giving' up smok-imst - has aperture tubular 
diluting body; with ribs guiding it in metal sleeve 
DC - PI5 

P A - (WEST/) MES-TRE D. J M C 
PN - IJS3957064 X22 


S.ource: https://www.industrydocuments.ucsf.eduj|jocs/tlmm0000 
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AN - E400SY/21 <77> 

TI Cigarette mouthpiece for control 1 ind flow ~ has chamber with baffles at. 

irvlet.r orifice and Grooves in body to draw in dilution air 
ir - P I 5 

Pv. - <LIGG ) LIGGETT & MYERS INC 
PN - US40235 76- Y21 


BOLSINGER, O.; SECKELMANN, I. 

Perforated cigarette tipping paper. U. S. Pat. No. 

4,094,324. U. S. Pat. Off. Off. Gaz. 971(2):542- 

543,June 13,1978. 

In a cigarette having at one end, an air permeable filter 
having a defined porosity along the exterior thereof, 
a cigarette tipping paper receivable on the exterior of 
the filter to form a filter tip having a porosity approaching 
that of the filter alone, said tipping paper having a width 
in excess of the length of the filter and a length which 
is at least as great as the circumference of the filter, 
said paper having at least one perforated zone which 
is arranged in the longitudinal direction of the paper 
and having a width corresponding to a fraction of the 
width of the paper, said zone being bordered by first andi 
second unperforated edge strips which receive the tobac¬ 
co containing portion of the cigarette and 1 lips of the 
user, respectively, said perforated zone containing a 
plurality of minute perforations normally invisible to 
the naked eye and formed by high tension spark erosion, 
said perforations being irregular in shape, size and location 
within said zone and present in a sufficient number to 
provide a porosity to the zone for establishing the poros¬ 
ity of the filter tip inclusive of the tipping paper at that 
approaching the porosity of the filter alone. 

TA aa2272 


AN - J0033Y/39 (77) 

TI •• Uem.ti larbed- ciidaretfe with tobacco: and filter end: - ha a per ITorated 1 f 1 .liti;.-.- 
envelope 1 to provide: leak3.de path into wnappind near fitter end diluting 
inhaled smoke 
DC - PI5 R16 
PA (MDLM > MOLING LTD 

PN ■ DE271091S—Y39 FR2344237--A02 USA 127025-A49- GBliSMSTS-ClS G815643.1.’4C1.5 


AN 

TT 

DC 

PA: 

PN' 


J0284C/37 (80) 

-• Fitter construction for cidarette — includes peripheral 
allow' indress of sir to filter body to dilute smoke 


PI 5 

(LllGG -) LIGGETT GROUP INC 

US-42'1903'0~C37 ZA79051Q6--G47 BR790.635.5r-D 17 


D E29402 93-D2 2 


0 B20 66 6 4 8- D 2 9 


a n n u 1! a r dr o o vs ■ t o 


FR2.4'6 5.50 9'-D 2 4: 




Source: https://www.industrydocuments.ucsf.edu/ipcs/tlmm0000 
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AN - F5331B/26 (79) 

TI - Filter-tip- cigarette, mfg* process - divides rarer by rotary knife to form 
sap proportional to desired smoke dilution 

or ~ pis 

PA - (SETB ) SERVICE EXF'L IND TABACS 

PN -- BE-874305-B26 BE2907150-B37 GB2016256-B39 FR241795Q-B49 US4237908-1(01 
SU-791201-D37 


AN - H2055.C/34 (80) 

TI - Vent ilia tins' filter for cigarette — is porous cylinder with straight o 
helical Grooves along longitudinal periphery covered with impermeable: 
envelope 
DC - PI5 

PA - (BRUI ) BROWN X WILLIAMSON CORPf <BRTA ) BRIT AMER TOBACCO LTD 
PN - BE-88.2617-C34 BR8002325-C39 NL800194S-C44 BE3011959-C44 GB2046:573~C 47 
N08000959-C48 SE8002712-C43 FI8001127-DO1 FR2453610HD06 DK8001540-D08 
US4256122- D14 ZA8001947-03:7 


AN - C87680/14: (31) 

TI -* Smoke filter for cigarette- - includes filter body with cavity and holes 
in wrapper for admission: of extra air 
DC - Pl.Si 

PA (UTIL/) VAN TILBURG J 

I. -■ CA1096737 -D 14 US4273141-D27 GB1602962. D47 


AN - L4486D/44 (81) 

TI - Filter cigarette with inlet vent zones - has inlet vents in filter 

mouthpiece 1 in two groups with distance between determining dilution, and 
draw-r e sis 1 ance 
DC PI5 

PA (PHI1M ) PHILIP MORRIS INC 

PN U S 4 294 265 ~ B 4 4 EF--38148-D44 


AN - 79202C/45 (80) 

TI - Tipping paper for air 
void perforated areas 
DC - A97 D1.8 (803: AS1 PI5 
PA - (RETO ): RJR ARCHER INC 

PN • EP.17794.C45 N08000954 

P I --7104 8-D 20 C S30 02424 • 


Ventilated cigarettc 


with adhesive can 


,1 i i 


■C48 

■D38 


BKS00151S- 
DIi-l 50000- 


C49 ER8002154-C50. 
D45 US4295478—D45 


(:1 


-DO: 


Source: https://www.industrydocuments.ucsf.edu/olocs/tlmmOOOO 
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WEST GERMANY 


MAI, L< 

Cigarette [ventilated]. Ger. Pat. Spec. No. 1,226,017, 
1966. 

Tob. Bibliog. l4(12):No. 1290, Dec. 25, 1966. TA»i: ess 


IMPERIAL TOBACCO CO. LTD. 

Cigarette [ventilated]. Ger. Pat. Spec. No. 1,226,473, 
1966. 

Tob. Bibliog. l5(l):No. 86, Jan. 10, 1967. TA 11-' 855 


MILLER, A. P. 

Cigarette [with ventilated mouthpiece]. Ger. Pat. Spec. 
No. 1,271,611, 1968. 

Tob. Bibliogr. 18(5):No. 601, Sept. 10, 1968. TA»3: nr 


< - C93:I.'2D/.1. A (8.1.) 

lij. . Filter-tip cigarette- - has connecting strip of highly porous wer with 

harrier layer keeping vent.iil at ion zone free 

nr; - pis 

PA - (S.IHL-) SIHLPACK AG 
PN • BE2943561 -Dl4 


Source: https://www.industrydocuments.ucsf.edu/€fpc s/tlmm000 0 


2025445606 



